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Work Order 


Part Number 


Date 


Serial Number 


Pull Test 


Pressure Required 


Duration Required 


Test Conducted By: 


Technician 


Pounds Tested to Pounds 
Min Tested to Min 
Signature: 


QMSF-8.2, Plasma Long Line New Manufactured Rev. C 3-12-2018 


Plasma Long Line 


New Manufactured 


|] Pass 
[| Fail 


QC 5 Small FAB / QA 


